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containing a small piece of porous tile weighed WITH the
flask.
The residual phenol, freed from ether + the distilling
flask + the porous tile is then weighed. It can be purified
by distillation, using an AIR condenser.
The phenol may also be estimated by acidifying its
alkaline solution in a flask provided with a long graduated
neck, the phenol rises to the surface, and its volume is
measured.